HURAULT DE L'HOPITAL, PAUR SEIGNEUR DE BELESBAT D. 1624 


CONSEILLER AU PARLEMENT DE PARIS, 30 mars 1588 To 1593. (5 YEARS) 
HE WAS REPLACED IN 1593 ey Τιμοι ον GRANGER. 


Â 
MAITRE DES Βεαυξτεο, 7 JUILLET 1593 το 1599. (6 vears) 
HE TOOK THE POSITION OF PIERRE D' Ausseure 
HE WAS REPLACED By CLAUDE BIGOT EN 1599, 


Αποηὕνὗους D'AtX, 26 JUILLET 1599 


HURAULT DE L'HOPITAL, PIERRE 0.1623 


CONSEILLER Ay GRAND’ CHAMBRE 


A A 
MAITRE DES REQUETES, 2 mat 1611 το 1621, (10 ysars) 
ΠΕ TOOK THE POSITION oF SAMUEL  ΘΡΙΕΑΜΕ. 
HE WAS REPLACED IN 1621 py FRANCOIS LAMBERT 


INTENDANT DE Τουιουθε EN 1616, 


240 Tried: 


JABIN, ANTOINE STEUR DE LA COUARDE 


CONSEILLER AU PARLEMENT DE PARIS, 28 FEv. 1605 το 
HE TOOK THE POSITION OF HIS FATHER, PHILIPPE, 
HE WAS REPLACED IN 


JABIN, PHILIPPE 


CONSEILLER AU PARLEMENT DE Paris, 4 yan 1569 το 1605, (36 years) 
HE TOOK THE POSITION oF PHILIBERT REGNARD, SON 
BEAU=FRERE, 
HE WAS REPLACED IN 1605 BY HIS SON, ANTOINE 


242 


JANVIER, PIERRE SEIG, DE MAINEBLANC (1) 


Conseiller au Parlement de Paris, 4 janv. 1630 a 1 1656. 
He replaced 
He was replaced by 


